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* k Soviet Air Force sentry was posted at tne Fostschuts ftaserne on the 
KOiiBIGSr US^TilAUS;^ (iv 53/V 02) - Zhti&m (/: 53/S bCUeenrtae 

2? >2 and 2?. 5 kilometer stations „ Mostly air force officers and soldiers 
entered and left the caserne „ lerson s wearing striped suits- and white 
smocks were seen in the caserne area, f 


A factory area surrounded by a fence and four watch towers was southwest of 
the hospital. No sentries v.'ere seen. 

Comment 2 


The existence of the air force hospital was reported | | in 
July 1949 * . Tne factory area in para 2 is possibly the t©3t ground for 
aeromeclicine I 










